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1. DD/I 

2. DD/S 

3. Director of Logistics 
Room 1C- 50, Quarters Eye 


2/20 

2/28 
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2 to 3: 

One more complaint about dirty floors. Perhaps 
some portions of our recent report to the Executive 
Director on the general cleaning and building mainte- 
nance situation might be of interest to Dr. Wheelon. 

Please prepare an appropriate reply for Mr. Lloyd’s 
signature. 


/s/ 
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MEMORANDUM FOR: 
THROUGH: 


Deputy Director, Support 
Deputy Director, Intelligeace/ / 4 / ^^'- 



SUBJECT: Cleaning Services 


1. In September 19^2, it was requested that arrangements be 
made to have the floors cleaned in the area occupied by the Office 
of Scientific Intelligence and it was pointed out that the cleaning 
schedule not only vas inadequate but was not being maintained. 

2. The extremely dirty floors within the corridors and offices 
are a constant source of irritation to our employees and. It is a 
condition which is difficult to explain, particularly in a new build- 
ing. This condition along with the unresolved heating problem, is 
seriously affecting the morale of our employees. 

3. If there are extenuating circumstances causing this condition, 
employees should be informed why action is not being taken to make 
their working environment more satisfactory. 


4. It is requested that this office be advised 
be taken to alleviate this condition. 



ALBERT D. VHEELON 
Assistant Director 
Scientific Intelligence 


STATINTL 
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